Therefore, to have knowledge of direction there is no use
of following ancient or complex process, but we should use
Magnetic direction indicator.

The North-South direction of the plot should be parallel.

In this way the position of the North and South of any plot
should not have unequal angle or should not be dissimilar as
shown in figure below.
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If the plot is in the diverse angle, then one should leave
that plot. If surrendering this angle plot is not possible then,
before construction, the plot should be purified and modified, as
such type of plot is not suitable for construction of the house.

By the above said knowledge of direction we can find out
direction position of said plot very easily. If you retain in memory
knowledge of your plot's direction; then only you can understand
the Vaastu Shastra easily otherwise, the Vaastu Shastra is very
complex to know and you can take wrong decision about the plot
of your house. Until and unless you have right knowledge of
direction, you won't have interest in this subject.

Auspicious signs symbols and mysteries energy in a
structure from the ancient times in every religion there are some
auspicious signs, Swastic in the Hindu religion, Cross in
Christian religion , crescent moon and a star in Islam, key in
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